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Message Text 


CONFIDENTIAL 

PAGE 01 PONTA 00357 200951Z 
20/64 

ACTION OC-05 

INFO OCT-01 CCO-OO ISO-OO SY-05 /Oil W 

051925 

O 181315Z SEP 75 

FM AMCONSUL PONTA DELGADA 
TO SECSTATE WASHDC IMMEDIATE 1280 
AMEMBASSY BONN NIACT IMMEDIATE 

CONFIDENTIAL PONTA DELGADA 00357 

E.O. 11652: GDS 
TAGS: ACOM, ASEC, 

SUBJECT: HW-28 INSTALLATION 

FROM CEO FERRY 

BONN FOR RCO 

DEPT FOR OC/PE, OC/S 

FOR RCO 

1. BOTH HW-28'S OPERATIONAL IN OPTIONAL MODE. 

CANNOT OPERATE STANDARD MODE DUE TO MISSING MOTORS FOR 
OUTBOARD TD’S. 

2. REQUEST RCO SUPPLY TWO COMPLETE ACL280 AND TWO 91 UNITS 
WITH MOTORS. 

FOR DEPARTMENT. 

3. WILL SY ALLOW POST TO OPERATE HW-28 IN OPTIONAL MODE 
UNTIL ARRIVAL OUTBOARD TD'S? 

4. ALSO, HW'S SHIPPED UNCLASSIFIED WITH KEYERS INSTALLED. 
(....GARBLED PORTION.. ..BY MISTAKE AND SHIPPED VIA UNCLASSIFIED 
POUCH. PFEIFLE 

CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 
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Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 
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